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102 Meteorology* 

METEOROLOGICAL TABLE, 

By Mr. Carey, of the Strand* 


For July 1806. 



] Thermometer. 
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N. B. The barometer's height is taken at noon. 


ErkatuM,—V ol xxv. p. 12. line 8., article Electricity, for loaded jar 
read coated jar. 


